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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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FOREWORD 

This Indian Standard (First Revision) was adopted by the Bureau of Indian Standards on 
19 June 1989, after the draft finalized by the Shipbuilding Sectional Committee had been approved 
by the Transport Engineering Division Council. 

Exhaust ventilators of Types A and B, are generally used on board ships for natural exhaust from 
cabins, toilets, etc. 

This standard was first published in 1966. This revision has been undertaken to introduce some 
dimensional changes for Types A and B ventilators. 

In the prepration of this standard, assistance has been derived from the following standards: 

a) J IS F 2415 : 1988 Ships wall ventilators. Japanese Industrial Standards Committee; and 

b) NF J 46-210 : 1951 Manches a air vicie. Association Francaise de Normalisation. 



AMENDMENT NO. 1 MAY 1995 

TO 

IS 3940:1989 SHIPS'-EXHAUST VENTILATORS — 

SPECIFICATION 

( First Revision ) 

( Page 1, clause 2 ) -- Substitute the following for the existing reference 
standards: 

IS No. Title 

1363 ( Part 1 ) : 1992 Hexagon head bolts, screws and nuts of product 

grade C: Part 1 Hexagon head bolts ( size range 
M 5 to M 64 ) ( third revision ) 

1363 ( Part 2 ) : 1992 Hexagon bead bolts, screws and nuts of product 

grade C: Part 2 Hexagon bead bolts ( size range 
M 5 to M 64 ) ( third revision ) 

1730 : 1989 Dimensions for steel plates, sheets, strips and 

flats for general engineering purposes ( second 
revision ) 

2062 : 1992 Steel for general structural purposes ( fourth 

revision ) 

( Page 1, clause 4.1, line 4 ) — Substitute 'IS 2062 : 1992' for 'IS 2062 : 
1984'. 

( Page 1, clause 4.2, line 2 ) — Substitute 'IS 2062 : 1992' for 'IS 2062 : 
1984*. 

(Page 1, clause 4.4, line 2) — Substitute 'IS 1363 ( Part 1 ) : 1992' for 'IS 
1363 ( Part 1 ) : 1984* and 'IS 1363 ( Part 2 ) : 1992' for 'IS 1363 ( Part 2 ) : 
1984'. 

(Page\, clause 7.2, line 2 ) — Substitute 'IS 1730 : 1989' for 'IS 1730 
( Part 2 ) : 1974'. 
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Indian Standard 

SHIPS'-EXHAUST VENTILATORS 
SPECIFICATION 

( First Revision ) 



1 SCOPE 

1.1 This standard specifies types, material, 
dimensions and constructional details of exhaust 
ventilators for use on board ships. 

2 REFERENCES 

IS No. Title 

IS 1278 : 1972 Filler rods wires for gas welding 

( second revision ) 



IS 1323 : 1982 



JS 1363 



Code of practice for oxy-acety- 
lene welding for structural work 
in mild steel ( second revision ) 

___ Hexagon head bolts, screws and 

( Part 1 ) : 1981 nuts of product grade C: Part 1 
Hexagon head bolts ( size range 

M 5 to M 3b } { set and ic vision ) 

IS 1363 Hexagon head bolts, screws and 

( Part 2 ) : 1 ( >84 nuts of pioduct grade C: Part 2 

Hexagon head screws ( size 

lange M a to M 36; ( set of id 

revision ) 

IS 1730 Dimensions for stcH plate, sheei 

( Part 2 ,) : 1974 and strip for structural and 
general engineering purposes: 
Part 2 Sheet ( first revision ) 



IS 2062 : 1984 



IS 2102 



YVeldable structural steel { third 
revision ) 



(General tolerances for dimen- 

( Part 1 ) : 1980 sions and from and position: 
Part 1 (General toleiances for 
linear and angular dimensions 

( second revision ) 



IS 2629 : 1985 



3 TYPES 



Recommended practice for 
hot-dip galvanizing of iron and 
steel [first revision ) 



3.1 Kxhaust ventilators aie of two types, 



namely, Type A and Type 13. 

4 MATERIALS 

4.1 The main body of the exhaust ventilators of 
Type A and Type 13 shall be made out of sheet 
i'bmm thickness. The sheet shall conform to 
IS 20C2 : 1984 and shall be galvanized. 

4.2 The material of the ilanges shall conform to 
IS 2062 : 1984. 

4.3 The welding rods shall conform to IS 1278 : 
1972. 

4.4 Bolts and hexagonal nuts shall conform to 
IS 1363 ( Part 1 ) : 1984 and IS 1363 ( Part 2 ) : 
1984 and shall be galvanized. 

4.5 The welding shall be done in accordance 
with IS 1323 : 1982. 

5 GALVANIZING 

5.1 Galvanizing shall be done in conformity 

with IS 2629 :'l98f>. 

6 DIMENSIONS 

6.1 The shape and dimensions of Type A and 
Type 13 exhaust ventilators shall be as shown in 
Fig. 1 and 2, respectively. 

6.2 Where possible, approximate proportions of 
dimensions in terms of nominal size are given 
as a guide. 

7 TOLERANCES 

7.1 The 'Tolerances <>n all dimensions shall be 
according to the coarse series of IS 2102 
( Part I /: 1980. 

7.2 The tolerances on sheets shall conform to 
those given in IS 1730 ( Part 2 ) : 1971. 
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All dimensions in millimetres. 

Fig. 1 Exhaust Ventilator, Type A 
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All dimensions in millimetre!!. 
Fig. 2 Exhaust Ventilator, Type B 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian Standards 
Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on products 
covered by an Indian Standard conveys the assurance that ihey have been produced to comply with 
the requirements of that standard under a well defined system of inspection, testing and quality 
control which is devised and supervised by BIS and operated by the producer. Standard marked 
products are also continuously checked by BIS for conformity to that standard as a further safe- 
guard. Details of conditions under which a licence for the use of Standard Mark may be granted 
to manufacturers or producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification 
of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), 
BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be sent 
to BIS giving the following reference: 

Doc: No. TDG 17(787) 



Amendments Issued Since Publication 

Amend No. Date of Tssue Text Affected 



BUREAU OF INDIAN STANDARDS 

Headquarters: 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 1 10002 

Telephones : 331 01 31, 331 13 75 Telegrams : Manaksanstha 



( Common to all Offices ) 



Regional Offices: 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg 
NEW DELHI 110002 



/331 01 31 
1331 13 75 

Eastern : 1/14 C.I.T. Scheme VII M, V.I. P. Road, Maniktola 

CALCUTTA 700054 36 24 99 

Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 {3 16 41 

f41 24 42 

\ 41 25 19 

141 29 16 



Southern : C.I.T. Campus, IV Cross Road, MADRAS 600113 



Western : Manakalaya, E9 MIDC, Marol, Andheri (East) 

BOMBAY 400093 6 32 92 95 

Branches : AHMADABAD. BANGALORE. BHOPAL. BHUBANESHWAR. 
GUWAHATL HYDERABAD. JAIPUR. KANPUR. PATNA. 
TRIVANDRUM. 



Printed at Arcee Press, N«w Delhi, India 



